TITLES 

TYPE: 

DESCRIPTION: 



METHOD OF USE: 
NOTE 1: 



NOTE 2; 



UNIVERSITY OF ILLINOIS 
DIGITAL COMPUTER 



AUXILIARY 

LIBRARY ROUTINE X l8 - 516 



Fake End, of Regular Interlude 

Complete Program 

ThTs program "will cause the Illiac to behave as if the 

order 26 3F7 had "been executed. The 'WM will be recorded 

on the drum and SADOI will play in remembering the sjonbolic 

address list if 5F7 is in the correct state, (i.ec 

undisturbed). 

Hold start the tape. Tape stops on 2405J with SADOI in WM, 

The tape includes library routine X I6 which is read in 

automatically before a 24999N stop tape directive » X 16 

may be deleted if desired. 

This routine will ©perate correctly after a WM restoration 

via the combined Post Mortem since 2-5L5 will have been 

restored » 
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